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Improved Phase-Shift-Keyed Detector 


An improved phase-shift-keyed (PSK) detector has 
been developed for use in the Saturn space vehicle 
and Apollo telescope mount command systems. In 
these systems, the PSK detector is a vital link, in that 
it translates an analog signal from the command re- 
ceiver into digital information for the command de- 
coder. The analog PSK signal is composed of a ref- 
erence frequency (f r ) and a data frequency (fd).The 
reference frequency is twice the data frequency and, 
ideally, the two frequencies are either in phase or 1 80 
degrees out of phase. Under many conditions, fd may 
be displaced from center by signal components within 
the radio frequency links. The PSK detector separates 
the composite PSK signal and f r , compares the phases 
of fd and f r , and furnishes a digital one or zero as a 
result of this comparison. 

In order to separate f r from the composite PSK 
signal, a passive bandpass filter has been used in prior 
detectors. At an f r of 1kHz, this filter requires large 
inductors and capacitors and wastes significant 
amounts of power. The improved PSK incorporates an 
active filter circuit, using c an operational amplifier and 
resistor-capacitor network. The capacitances in this 
network are an order of magnitude less than in the 
passive filter, and 1 percent resistors replace the in- 
ductors. In addition, the active filter offers the ad- 
vantages of being critically tunable with a resistor; 
having a fairly 'high quality factor (Q)for good sepa- 
ration characteristics an octave from the tuned fre- 
quency; and providing a selectable gain, rather than a 
loss of signal. The detector will operate in a high- 


noise communications environment, with possible 
phase displacement of as much as ±45 degrees 
(±125 microseconds) over a temperature range of 
— 55°C to + 105°C. It will accept input signals vary- 
ing from 0.65 to 2.25 volts rms. The operational am- 
plifiers in an integrated circuit package provide ad- 
vantages of small size and low power drain. By using 
these operational amplifiers with a controlled-gain, 
multiple-feedback, active filter network, the system ex- 
hibits high input impedance, low output impedance, 
and relatively high stability. These features are 
achieved with a minimum number of network ele- 
ments. 

Notes: 

No additional documentation is available. Ques- 
tions may be directed to: 

Technology Utilization Officer 
Marshall Space Flight Center. 

Huntsville, Alabama 35812 
Reference: B69-10101 

Patent status: 

Inquiries about obtaining rights for the commercial 
use of this invention may be made to NASA, Code 
GP, Washington, D.C. 20546. 

Source: J. Chandler 
of Sperry Rand Corporation 
under contract to 
Marshall Space Flight Center 
(MFS-20064) 


Category 01 


This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States 
Government nor any person acting on behalf of the United States 


Government assumes any liability resulting from the use of the 
information contained in this document, or warrants that such use 
will be free from privately owned rights. 



